278
-8503070442 Submits highlights of INPO activities.per 800219 Itr.lNPO & Nuclear Safety Analysis Ctr requested by util to review & analyze incident at Crystal River Unit 3 on 800226-W/o stated end.
WILKINSON,E.P. Institute of Nuclear Power Operations. 80/07/07. FRALEY.R.F. ACRS - Advisory Committee on Reactor Safeguards. 4pp. 29281:152-29281:155.
-8503070446 Responds to 780901 comments re suggestions & changes to NPRDs rept form   &   reporting   sys.Synopsis   o:   ANS-56.2C   Sue.-Committee   May   1979,Nov 1979,Feb,May & Sept 1980 meetings provided. HAUETER.R.L Institute of Nuclear Power Operations. 80/12/19. HARTFIELD.RA NRC - No Detailed Affiliation Given. 5pp. 29281:156-29281:160.
-8503070452 Forwards speech presented at AIF meeting in Atfanta.GA re how utils can make use of INPO/Nuclear Safety Analysis Ctr efforts in operational experience as-
ROSEN.S.L    Institute    of    Nuclear    Power   Operations.    A-80-162.    80/10/20. MICHELSON.C. Director's Office. 1p. 29281:161-29281:161.
8503Q7041S FOIA request for three categories of documents re facility. VARRICCHIO.M. Government Accountability Project. 84/08/14. Office of Administration. 2pp. 29279:098-29279:099.
8503070423 Responds to FOIA request for three categories of documents re facility.Forwards App A documents.Documents also available in PDR.Ofc of Resource Mgt found no records subj to request.
FELTON.J.M. Division of Rules and Records. 84/08/31. VARRICCHIO.M. Government Accountability Project. 4pp. 29279:100-29280:034.
-8S03070426 Weekly Rept 1 for period 840725-31. Entrance meeting for fire protection program review held on 840730.lnsp to review applicant compliance to fire protection program provided in Branch Technical Position APCSB 9.5-1 & 10CFR50,App R. DENSSE.R.P. Region 4, Office of Director. 84/08/02. 4pp. 29279:104-29279:107.
-8503070429 Weekly Rept 2 for period 840801-09.Exit meeting for fire protection insp held on 840803-Number of administrative procedures.operating procedures & surveillance test procedures found to have numerous inconsistencies & errors. DENISE.R.P. Region 4, Office of Director. 84/08/10. 4pp. 29279:108-29279:111.
-8503070432 Weekly Rept 3 for period 840810-16.Primary plant temp at 150 F w/ bubble in pressurizer as of 840814.Two of four reactor coolant pumps operated to maintain temp. DENISE.R.P. Region 4, Office of Director. 84/08/15. 3pp. 29279:112-29279:114.
-8503070436 Weekly Rept 4 for period 840817-23. Plant at 450 F & 800 psi on primary side w/bubble in pressurizer w/four reactor coolant pumps running.Related info encl. DENISE.R.P. Region 4, Office of Director. 84/08/23. 54pp. 29279:115-29279:147.
-8503070439 "Monthly Progress Rept for June 1984." GRANT.R.M. Kansas Gas & Electric Co. 84/07/20.150pp. 29279:148-29279:291.
8503080122 FOIA request for licenses & source certificates for nuclear thickness gauge companies,including Measurex.LFE.Indev, Accuray.Ohmart & NDC. HOLT.D.E. Fife Corp. 84/08/28. Division of Rules and Records. 1p. 29301:301-29301:301.
8503080128 Responds to FOIA request for licenses & source certificates of listed nuclear thickness gauge cornpanies.Forwards App A documents.
FELTON.J.M. Division of Rules and Records. 84/09/25. HOLT.D.E. Fife Corp. 3pp. 29301:302-29303:094.
-8006170128 Corrected Amend 11 to License 34-00639-03G for Ohmart Corp, amending license in entirety. GUINN.P.R. Materials Licensing Branch. 80/05/15. 7pp. 29301:335-29301:341.
-8007170139 Amend 12 to License 34-00639-03G for Ohmart Corp.amending Condition 10 re list of devtces.sources.isotopes & activity & Condition 18 concerning possession & use of licensed matl. GUINN.P.R. Materials Licensing Branch. 80/06/30. 4pp. 29301:362-29302:002.
-8103160456 Amend 14 to License 34-00639-03G for Ohmart Corp.amending Condition 10 re list of devices.sourcesjsotopes & activity & Condition 18 concerning possession & use of licensed matl. GUINN.P.R. Materials Licensing Branch. 81/02/09. 4pp. 29301:354-29301:357.
-8503080135 Corrected Amend 53 to License 20-01382-02 for LFE Corp, amending license in entirety. GUINN.P.R. Materials Licensing Branch. 82/03/29. 5pp. 29301:305-29301:309.
-8503080151 Amend 54 to License 20-01382-02 for LFE Corp.authorizing use of matl at Clinton,MA facility & at temporary job sites in US.State of Rl License 3A-004-02G for Indev Control Sys.lnc & State of CA License 1933-70 GL for NDC Sys encl. GUINN.P.R. Materials Licensing Branch. 82/09/24.10pp. 29301:310-29301:324.
-8503080173 Amend 12 to License 34-00255-06G for AccuRay Corp.amending Conditions 10 & 18 re listing of devJces,sources,isotopes & activity & possession & use of licensed matl.respectively. HICKEY.J.W. Materials Licensing Branch. 83/08/01. 2pp. 29301:325-29301:334.
-8503080185 Amend 16 to License 34-00639-03G for Ohmart Corp.amending Condition 10 re list of devices.sources.isotopes & activity & Condition 18 concerning possession & use of licensed matl. HICKEY.J.W, Materials Licensing Branch. 83/04/01. 4pp. 29301:342-29301:345.
-8503080191 Amend 15 to License 34-00639-03G for Ohmart Corp,amending Condition 10 re list of devices.sources.isotopes & activity & Condition 18 concerning possession & use of licensed matt. GUINN.P.R. Materials Licensing Branch. 82/11/05.4pp. 29301:346-29301:349.
-8503080200 Corrected Amend 14 to License 34-00639-03G for Ohmart Corp, amending Condition 10 re list of devices.sources.isotopes & activity & Condition 18 concerning possession & use of licensed matl. GUINN.P.R. Materials Licensing Branch. 85/02/08.4pp. 29301:350-29301:353.
-8102180014 Amend 13 to License 34-00639-03G for Ohmart Corp.amending Condftion 10 re list of devices,sources,isotopes & activity & Condition 18 concerning possession & use of licensed matl. GUINN.P.R. Materials Licensing Branch. 80/12/19. 4pp. 29301:358-29301:361,
8503080224 Further response to FOIA requests for documents re NRC proposed estimated schedules for review of TDI Owners Group site data.consultant reviews & OL proceedings Forwards App A documents.Documents also available in PDR. FELTON.J.M. Division of Rules and Records. 84/10/04. BELL.N. Nuclear Information & Resource Service. 2pp. 29301:033-29301:085.
-8409270749 Forwards TDI diesel status summary rept for 840831. BERLINGER.C.H. Division of Licensing. 84/09/11. MIRAGLIA.FJ. Division of Licensing. 19pp. 29301:035-29301:053.
-8503080291 Std order for DOE work: "Assessment of Diesel Engine Reliability/Oper-ability." Related info encl.
EISENHUT D.G. Division of Licensing. * Battelle Memorial Institute, Pacific Northwest Laboratories. FIN B-2952-4. 20-84-248. 84/02/22. 28pp. 29301:054-29301:085.
-8409270749 Forwards TDI diesel status summary rept for 840831. BERLINGER.C.H. Division of Licensing. 84/09/11. MIRAGLIA.F.J. Division of Licensing. 19pp. 29301:035-29301:053.
-8503080291 Std order for DOE work: "Assessment of Diesel Engine Reliability/Oper-ability." Related info encl.
EISENHUT.D.G. Division of Licensing. * Battelle Memorial Institute, Pacific Northwest Laboratories. FIN B-2952-4. 20-84-248. 84/02/22. 28pp. 29301:054-29301:085.
8503080241 Partial response to FOIA request for all documents re analysis.review & preparation of SER for facility CP stage. Forwards documents listed on app.Documents also available in PDR.
FELTON.J.M. Division of Rules and Records. 84/10/09. BELL.N. Nuclear Information & Resource Service. 2pp. 29301:086-29301:245.
-8503080254 Forwards Containment Sys Branch draft input to SER re containment design pressure.Review of outstanding items expected to be completed by 740315. TEDESCO.R.L. Atomic Energy Commission, Deputy Director for Technical Review (Pre-1975). 74/02/19. MOORE,V.A. Atomic Energy Commission - Deputy Director for Reactor Projects. 14pp. 29301:088-29301:101.
-8503080263 Forwards Accident Analysis Branch input to SER Sections 6.2.3 & 15 re air cleanup sys & accident analyses, respectively.Revised Section 6.4.1,to be substituted for 740122 section.encl.
DENTON.H.R. Atomic Energy Commission, Deputy Director for Technical Review (Pre-1975). 74/02/15. MOORE.V.A. Atomic Energy Commission - Deputy Director for Reactor Projects. 15pp. 29301:102-29301:116.
-8503080269 Forwards request for addl info re PSAR.
MACCARY.R.R. Atomic Energy Commission, Deputy Director for Technical Review (Pre-1975). 73/05/18. DEYOUNG.R.C. Atomic Energy Commission - Deputy Director for Reactor Projects. 16pp. 29301:117-29301:132.
-8503080277 Forwards Site Analysis Branch SER input re meterology data presented in PSAR.Data adequate.
DENTON.H.R. Atomic Energy Commission, Deputy Director for Technical Review (Pre-1975). 74/01/24. MOORE.V.A. Atomic Energy Commission - Deputy Director for Reactor Projects. 6pp. 29301:133-29301:138.
-8503080285 Forwards modified input on habitability section.reflecting lower X/Q based on evaluation of dispersion of instantaneous release of hydrogen sulfide at Savannah River plant. Applicant analysis determining H2S concentration required. DENTON.H.R. Atomic Energy Commission, Deputy Director for Technical Review (Pre-1975). 74/01/22. MOORE.V.A. Atomic Energy Commission - Deputy Director for Reactor Projects. 5pp. 29301:139-29301:143.
-8503080293 Forwards SER section re radwaste mgt.Applicant proposed state-of-the-art technology for liquid.gaseous & solid radwaste sys acceptable. TEDESCO.R. Atomic Energy Commission, Deputy Director for Technical Review (Pre-1975). 74/01/04. MOORE?!/. Atomic Energy Commission - Deputy Director for Reactor Projects. 16pp. 29301:144-29301:159.
-8503080300 Forwards SER on PSAR info subj to Auxiliary & Power Conversions Sys Branch responsibility.lnfo acceptable.W/o encl.
TEDESCO.R.L Atomic Energy Commission, Deputy Director for Technical Review (Pre-1975). 74/01/04. MOORE.V.A. Atomic Energy Commission - Deputy Director for Reactor Projects. 2pp. 29301:160-29301:161.
-8503080322 Forwards Mechanical Engineering Branch SER input on PSAR & up to Amend 13.Listed sections require resolution.
MACCARY.R.R. Atomic Energy Commission, Deputy Director for Technical Review (Pre-1975). 73/12/27, MOORE.V.A. Atomic Energy Commission - Deputy Director for Reactor Projects. 18pp. 29301:162-29301:179.
-8503080340 Forwards Core Performance Branch SER input on Section 4.3, "Nucfear Design." Nuclear instrumentation sys acceptable.
STELLO.V. Atomic Energy Commission - Deputy Director for Reactor Projects. 73/12/ 21. MOORE.V.A. Atomic Energy Commission - Deputy Director for Reactor Projects. 3pp, 29301:180-29301:182.
-8503080351 Forwards Matls Engineering Branch SER input on info submitted by applicantincluding Amend 13.
MACCARY.R.R, Atomic Energy Commission - Deputy Director for Reactor Projects. 73/12/20. MOORE,V.A. Atomic Energy Commission - Deputy Director for Reactor Projects. 18pp. 29301:183-29301:200.
-8503080361 Forwards Accident Analysis Branch SER input re control room habitability.omitted from 731211 input.
DENTON.H.R. Atomic Energy Commission - Deputy Director for Reactor Projects. 73/ 12/19. DEYOUNG.R.C. Atomic Energy Commission - Deputy Director for Reactor Projects. 6pp. 29301:201-29301:206.
-8503080376 Forwards Instrumentation.Control & Electric Power Sys SER input based on Westinghouse RESAR-3 through Amend 5 & applicant PSAR through Amend 13.Designs acceptable.
STELLO.V. Atomic Energy Commission - Deputy Director for Reactor Projects. 73/12/ 18. DEYOUNG.R.C. Atomic Energy Commission - Deputy Director for Reactor Projects. 14pp. 29301:207-29301:220.6/13. STRAHM.K.A. Institute of Nuclear Power Operations. 1p. 29281:150-29281:151.
